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MEMORANDUM FOR: 
SUBJECT r 


Deputy Director for Intelligence 

The Inepector General's Survey of the 
Imagery Analysis Service 


1. I have reviewed the principal findings of the Inspector 
General in his report of survey of IAS and your response to its 
recommendations * 

2. I am pleased to note that the Inspector General found 
IAS to he doing its job in a commendable fashion as an effective 
and responsive organisation. It is gratifying to know that its 
customers give it high marks. 

3. Z am satisfied with the actions you have taken or planned 
in response to the survey. I consider the survey of IAS to be 
finished and see no need for any further reporting from either you 
or the Inspector General. 


Richard Helm* 


Richard Helms 
Director 


cc: Inspector General 


OIGd 


b (8 September 1972) 
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MEMORANDUM FOR: Executive Director- Comptroller 

SUBJECT : Highlights of the IAS Survey for Use in 

Briefing the Director 

As requested by you, I submit herewith for your use in 
briefing the Director a short summary of the IAS Survey and of 
the subsequent dialogue. I am also attaching per your request a 
short memorandum for the Director's signature to close the 
survey. 

[(Signed) William V. Bros 

William V. Broe 
Inspector General 

Attachments: 

As Stated Above 
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